196     DOCKETED STEMS

-9203240165 Interim Part 21 Rept P21R-92-001 re defect in check valve P/N 72543
(swing arm) on Borg-Warner Mode! 75510 3-inch,900 Ib swing check valve.Defect re-
ported by util to vendor on 920116-Evaluation will be completed by 920616.
* BW/IP International, Inc. (formerly Byron Jackson Pump Division). 92/03/16. Docu-
ment Control Branch (Document Control Desk). 1p. 61161:006-61161:006.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.Initially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L. Nutherm International,  Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

V. Operator Examinations

9203060064 Notifies of 920324 Region IV Operator Licensing Section meeting w/all
Region IV facility licensees to discuss requalification exams.

BEACH,A.B. Region 4 (Post 820201). 92/02/21. CAHILL.W.J. Texas Utilities Electric
Co. (TU Electric). 3pp. 60803:237-60803:239.

9203110086 Informs of 920324 regional meeting to discuss requalification exams.
COLLINS.S.J. Region 4 (Post 820201). 92/02/28. CAHILL.W.J. Texas Utilities Electric
Co. (TU Electric). 3pp. 60849:159-60849:161.

9203260008 Informs that NRC plans to administer generic fundamentals exam section
of written operator licensing exam consisting of 100 questions on 920610.Sample reg-
istration Itr encl.

GALLO.R.M. Operator Licensing Branch. 92/03/19. CAHILL.W.J. Texas Utilities Elec-
tric Co. (TU Electric). 4pp. 61083:013-61083:016.

DOCKET STN-50-454 BYRON STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9203110049 Forwards rev 35 to Security Plan.Ref withheld (ref 10CFR73.21).
KOVACH.T.J. Commonwealth Edison Co. 92/02/20. Document Control Branch (Docu-
ment Control Desk). 1p. 60897:289-60897:289.

9203060038 Forwards insp rept 50-454/92-04 & 50-455/92-04 on 920210-14 & notice
of violation.

GREGER.LR. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison
Co. 2pp. 60803:193-60803:202.

-9203060043 Notice of violation from insp on 920210-14.Violation noted: EPIP.BZP
200-A1 Rev 2, "Byron Emergency Action Levels," not updated as of 920214.
GREGER.LR. Region 3 (Post 820201). 92/02/28. 1p. 60803:195-60803:195.

-9203060046  Insp  repts  50-454/92-04  &  50-455/92-04 on  920210-14.  Violations
:    noted.Major areas inspeoted:followup on actual emergency plan activations & oper-
ational status of EP program.

SIMONS.H., COX.C., MCCORMICK,J.W. Region 3 (Post 820201). 92/02/28. 7pp.
60803:196-60803:202.

9203200248 Rev 4a to Generating Station Emergency Plan for Byron Station Annex
Condition 6 EALs & philosophy document, reflecting changes previously approved in
900109 & 890531 ltrs.W/920311 Itr.

SCHUSTER.T.K. Commonwealth Edison Co. 92/03/11. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 14pp. 61069:303-61069:316.

9203200165 Ack receipt of 920220 Rev 35 to security plan.Changes consistent w/provi-
sions of 10CFR50.54(p) & acceptable.Rev withheld (ref 10CFR73.21).
GREGER.LR.   Region  1   (Post 820201).  92/03/12.  KOVACH.T.J.  Commonwealth
Edison Co. 3pp. 61056:351-61056:353.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f)-

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposl-
tioning in BWRs,

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020210 Suppls 881130 application for amends to Licenses NPF-37, NPF-66.NPF-
72 & NPF-77,changing TS 3.0.4,4.0,3 & 4.0.4 re operational mode changes per Ge-
neric Ltr 87-09 & NRC 890515 request for addl info.

SIMPKIN.T.W. Commonwealth Edison Co. 92/02/27. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp, 60766:189-60766:198.

-9203020212 Revised TS Pages 3/4 2-9 re measurement of RCS total flow rate.

*  Commonwealth Edison Co. 92/02/27. 8pp. 60766:191-60766:198.

9203030116 Forwards Rev 11 to Section 4.0 of Inservice Testing (1ST) Program Plan for
Valves.per NRC 920131 Itr transmitting SER for 1ST program.
SCHUSTER.T.K. Commonwealth Edison Co. 92/02/27. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 5pp. 60829:094-60829:232.

-9203030121 Rev 11 to Section 4.0 of Inservice Testing Program Plan for Valves.

*  Commonwealth Edison Co. 92/02/27. 100pp. 60829:099-60829:232.

9203040303 Accepts response to generic Itr 91-11 re resolution of generic issues 48 &
49 concerning class 1E vital instrument buses & class 1E tie breakers.respectively.
PULSIFER.R.M. Project Directorate III-2. 92/02/27. KOVACH.T.J. Commonwealth
Edison Co, 2pp. 60806:271-60806:272.

9203160238 Rev O.D to "ODCM."

*  Commonwealth Edison Co. 92/02/27. 4pp. 60968:206-60968:209.

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien-
nial review of util nuclear plant procedures.NRC understands that util will withdraw
submittal.

MILLER.H.J. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co.
2pp. 60804:017-60804:018.

9203120217 Application for amends to Licenses NPF-37,NPF-66,NPF-72 & NPF-77,re-
vising TS Bases Pages 3/4 3-3 & 3/4 3-4 re Low T (average) signal & magnetic tape
as medium for recording seismic data.respectively.

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/04. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 3pp. 60929:327-60929:334.

-9203120219 Proposed Tech Specs Bases Pages 3/4 3-3 & 3/4 3-4.
* Commonwealth Edison Co. 92/03/04. 5pp. 60929:330-60929:334.

9203130100 Notification of 920318 meeting in Rockville.MD to update status of Comm
Ed prioritization program.

SIEGEL.B.L. Project Directorate IH-2. 92/03/05. BARRETT.R.J. Project Directorate III-
2. 4pp. 60912:059-60912:062.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203160213 Discusses review of existing second-level undervoltage (degraded voltage)
setpoint for 4 kV safety buses.Based on results of subj review,util evaluated setpoint
for all nuclear stations.Updated status for calculations provided.
RICHTER.M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261.

9203180407 Notifies that all actions in response to Generic Ltr 89-13 re svc water sys
have been completed.

SCHUSTER.T.K. Commonwealth Edison Co. 92/03/13. Document Control Branch
(Document Control Desk). 1p. 60975:342-60975:342.

9203200245 Notifies of completion of activity in which RHR HX outlet temp instrumenta-
tion was replaced w/environmentally qualified instrumentation on Unit 1 during Fall
1991 refueling outage.Commitments for plant.per RG 1.97 complete.
SCHUSTER.f.K. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nucle-
ar Reactor Regulation, Director (Post 870411). 1p. 61069:289-61069:289.

9203240211 Responds to Generic Ltr 91-13, "Request for Info Re Resolution of Gener-
ic Issue 130, 'Essential Svcs Water Sys Failures at Multi-Unit Sites.'" Addl refinements
will be contained in TS amend expected to be submitted by 921231.
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/16. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 2pp. 61100:012-61100:013.

9203230301 Provides addl info related to MOV test & surveillance program initiated by
Generic Ltr 89-10, "Safety-Related MOV Testing & Surveillance."
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328.

9203300124 Forwards response to issues raised in MOV audits at util as preparation for
920408 meeting at Region III headquarters.

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23, MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263.

Q. Inspection reports, IE Bulletins & correspondence

9203030193 Forwards safety insp repts 50-454/92-03 & 50-455/92-03 on 920203-
07.No violations noted.

GREGER.LR. Region 3 (Post 820201). 92/01/21. REED.C. Commonwealth Edison
Co. 2pp. 60754:225-60754:234.

-9203030196 Insp repts 50-454/92-03 & 50-455/92-03 on 920203-07.No violations
noted.Major areas inspected:radiation protection program,including organization,mgt
controls,training,audits & appralsals.external exposure control & surveys.
KOZAK.T.J.,   SNELL.W.   Region   3   (Post   820201).   92/02/21.   8pp.   60754:227-
60754:234.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp, 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203030137 Forwards safety insp .repts 50-454/92-02 & 50-455/92-02 on 920123-
0218.No violations noted.

CLAYTON.B. Region 3 (Post 820201). 92/02/21. REED.C. Commonwealth Edison Co.
2pp. 60754:032-60754:046.

-9203030140 Safety insp repts 50-454/92-02 & 50-455/92-02 on 920123-0218.No vio-
lations noted.Major areas inspected; previous insp findings,operational safety.onsite
event followup & current mat! condition.
FARBER.M.J, Region 3 (Post 820201). 92/02/21. 13pp. 60754:034-60754:046.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.valve (model 75510),
